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3.131 (a) 

SAMITATIOM, 

Sec. 3,131 Sanitaiion, 

(a) Cleaning ol encloauras. Ejccrsla shall b« removad from primary anctoscirss as ollen as rtaoesaary to pravenl 
contamination of Hie animals oontained therein and to minimije disease hasands and to retJoce odors. VWien 
anclDSures ana cleaned by hosing dr Flushing, adecjuaie measures atiall be taken td pnolect tha animals canririBd in 
such endosunes from bamg direclly sprayed with the stream of water or wetted Involuntanly. 

A bear named "Maggie" has an accumulalidn ol axcrata insida Lha concrela dan. Several ol the piles have a while 
mo»d ori top. The bear dens need to be clean iri (xder to prevent insects and disease. Clean den more often to 
prevent mpW and redu« odors. Correoi by May 22 .5013- 


Prepared By: 
Title; 

Received By: 
Title; 


KATHERINE CAMPBELL, A.C.I. 


KATHERINE J CAMPBELL, A.C.I. U&DA, APHIS, Animal Care 
ANIMAL CARE INSPECTOR Inspector 603S 


(b)(e), (b)(7)(c) 


Paoa 1 iV t 


Date; 

May-2t -20 tj 


Date; 

May-21 -201 J 


Insp e Ction Rep olt EKplaliatioli: http : / /tinirw. iphis .us da. gov/ SLliimsLtirelf ale / dowrnlo ads /IR_E>5)laliatioli.p df 






